11111111111111111111111111111111111 


11111111111111111111111111111111111111111111111111111111I11I 


Work Order ID 64444 


Monday, December 06,2010 
10:19:23 AM 


Item ID: 
03572-3 


Revision 
ID: 


Item Name: 
Guide 


Start 
Date: 
12/6/2010 
Start Qty: 
20.00 


Required 
Date: 12/13/2010 
Req'd 
Qty: 20,00 


Accept 


11111111111111111111 


11111111111111111111 


Cust Item ID: 
. 
. 
Customer: 


Page I 


Setu p 
Start 
II11I11111111111111111111 


Stop 
11111111111111I11I1111111 


Reference: 


Approvals: 
Process 
Plan: 
J1Aif 
Date: JD~\g.- () le 
Tooling: 


QC: 
~ 
Date: __ 
SPC(Y/N): 


____ 
Date: __ 


Date: 


Run 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Reject 
Insp. 
Number 
Stamp- 
Tool # 
Plan 
Accept 
Reject 
Code 
Qty 
Qty 
.. 


ToolID 
Set Up/ 
Run Hours 


0.00 


Operation 
Description 


Revision Nbr 3 ... 


RevD 
'--------------- 
D3572 


Draw Nbr 


, 


100 


Sequence 
ID/ 
Work Center 
ID 


1111111111111111111111111 
BAND SAW' 
2.0 
. Bandsaw 


Jeaspa Bandsaw 


Memo 


Cut blank 
.500" long 


110 


1111111111111111111111111 
HAAS I 


HAAS CNC vertical machine # I 


0.00 


HAAS CNC VERTICAL 
MACHINING 
# I 
L 
I ,,\.•? 


Memo 
0.00 
{J ,It 
lOll¥, 


1- Mill as per Folio FA685 Rev:4.A- 
& Dwg 03572 
Rev: ~ 
D2-Deburr 
per dwg 03572 


20 


120 


1111111111111111111111111 
QC 


Quality Control 


QC2-lnspect 
parts off machine 
FAI/FAIB 


Memo 


0.00 


0.00 
~_ Pr 
J 0/ (2.( 23 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mar 
QC Inspector 


NCR: Yes 
No 
DQA: __ 
Date: 
_ 
Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 
QA: NlC Closed: 
_ 
Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


-------------------------------~-----------_. 


11111111111111111111111111111111111 


Accept 
111111111111111111111111111111111111111111111111111111111111 


Work Order ID 64444 


Monday, December 06,2010 
10:19:23 AM 


Item In: 
D3572-3 


Rev\sion 
IP~ 


Item Name: 
Guide 


Start 
pate: 
12/6/2010 
Start Qty: 
20.00 


Required 
Date: 
12/13/2010 
Req'd 
Qty: 20,00 


Reference: 


11111111111111111111 


11111111111111111111 


Cust ltemID: 


Customer: 


Page 2 


- 


Setup 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Approvals: 
Process 
Plan: 
Date: 
Tooling: 


QC: 
.__ 
Date: __ 
SPC (YIN): 


___ 
Date: 
_ 


Date: 


Run 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Sequence 
IDI 
Work Center 
ID 


130 


111111111111111111111 
1111 
QC 


Quality Control 


Operation 
Description 


QC8- Inspect parts - second check 


Memo 


Set Upl 
Tool ID 
Run Hours 
Tool # 
Plan 
Code 
Accept 
Reject 
Reject 
Insp. 
Qty 
Qty 
Number 
Stamp 


~o 
_/ 
_ 


140 


1111111111111111111111111 
Packaging 


Packaging 


Identify as per dwg & Stock 
Locationd--\..\. S 1>1. 
0,00 


Memo 
0.00 


150 


1111111111111111111111111 
QC 


Quality Control 


QC2 I- Final Inspection 
- Work Order Release 


Memo 


0.00 


0.00 
_d 
\\~o~'> 
_' ~ 
cl£,l \/0\1<03 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


Date 
Qty 
Approval 
Approval 
DATE 
STEP 
PROCEDURE 
CHANGE 
. 
By 
Chief Eng I 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 
Fault Category: 
_ 


Resolution: 
Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & Initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


Pieklist Print 


Monday, December 06,20/0 
/0:/9:26 
AM 


Work Order 10: 
64444 


Parent Item: 
03572-3 


Parent Item N•.•ne: 
Guide 


11111111111111111111111111111111111 


111111111111111111111111111111111111111111111 
Start Date: 12/6nO 10 


Start Qty: 20.00 


Page 1 


~ 
..7 


{ 


Required Date: 12/13/2610 


Required Qty: 20.00 


Comments: 
IPP Rev:A 
New Issue 07-02-07 
JLM 
IPP rev B 
rev.B dwg 
EC 


Component Item 101 
Replacement 
Mfg/ 
Item Name 
Item ID 
P'urch 
Bin 
Primary 
Last 
Route 
Unit of 
Qtyon 
Qty per Kit 
Total 
Qty 
Date 
Status 
Item 
Location 
Location 
Seq ID 
Measure 
Hand 
Qty 
Issued 
Issued 


M6061T6BO.750X01.50 
o 
Purchased 
No 
f 
10.8310 
0.04 
0.800400 


11111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111111 
6061-T6 
Bar .750 X 1.50 


MAT 


116135 


MAT028 
J 
114968 


!&£..Q!y 


7.831 


7.831 


3 


3 


Loc Code 


1111111111 


._---~ 


Dart Aerospace 
ltd 


W/O: 
WORK ORDER CHANGES 


PROCEDURE 
CHANGE 
Date 
Qty 
Approval 
Approval 
DATE 
STEP 
By 
Chief Eng / 
Prod MQr 
QC Inspector 


Part No: 


Resolution: 


PAR#: 
_ 
Fault Category: 
NCR: Yes 
No 
DCA: __ 


Disposition: 
QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


- ---_.- 
_. __ . 
_ .. 


5 
2 


ITEM 
QTY 
QTY 
QTY 
PART 
NUMBER 
DESCRIPTION 
No. 
-041 
.043 
.044 


1 
X 
03572-041 
GUIDE 
ASSEMBLY 
2 
X 
03572-043 
GUIDE 
ASSEMBLY 
UH.1 
3 
X 
03572.044 
GUIDE 
ASSEMBLY 
(UH.1 
OPP 


11 
, 
1 
1 
03572-1 
TUBE 


0 
12 
4 
4 
4 
03572-3 
GUIDE 
0 
13 
1 
3 
3 
03572-5 
BRACKET 
14 
03572-7 
DELETED 
AT REV C 


l-\l.\\\~ 
c 
'tl.!; 
c 


R[{~~~ 


03572-041 
GUIDE ASSEMBLY 
03572-043 
GUIDE ASSEMBLY 
(UH-1) 
03572-044 
GUIDE ASSEMBLY 
(UH-1) 


REDRAWN 
IN "B" SIZE FORMAT 
TO CURRENT 
D 
STANDARDS. 
ADD 
.043, 
-044 
FOR UH.l. 
AJS 
09.04.17 
SEE 
PAR 09-017. 


C 
REMOVE 
D3572-T 
LE 
07.06.01 


B 
FOR 
D3573-3 
0.03 CHMF 
WAS 
0.06: ADD TYP TO FILLET 
LE 
07.04.20 


A 
NEW 
ISSUE 
LE 
07.03.29 


REV. 
DESCRIPTION 
BY 
DATE 


COPYRIGHT 
~ 2007 
BY DART 
AEROSPAce 
L TO 


T>fSl:Il;ICUl!I<JlSl'l'W 
•• re AIClCONl'1DFN!\ll.oOH;'I" 
SI.Fl'UEtIOHTHE 
ElCPFlfUCOtO'TICWT 
•••• 1 IT IS 
N)Tm!IElt%DrnnN"/l'UJlP06eoncoPlEDOR~ll!OlOANfOTtE~FV'SOHwm<Ju'f 


W'lmtHPEINISSIONHl(lMC)lIll,l,!''106AACl!LTO 


A 


REV.D 


SHEET 
1 OF 4 


SCALE 


NTS 


DART AEROSPACE 
LTD 


HAWKESBURY. 
ONTARIO. 
CANADA 


DRAWING 
NO. 
03572 


TITLE 
GUIDE ASSEMBLY 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
09.04.17 


NOTES: 
1) MATERIAL: 
NONE 
2) FINISH: 
CHEMICAL 
CONVERSION 
COAT 
PER 
DART 
OSI 
005 4.1 
POWDER 
COAT 
GREY 
SANDTEX 
(4.3.5.6) 
PER 
DART 
OSI 
005 4.3 
3) TOLERANCES: 
PER 
DART 
OSI 
018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5} BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
IDENTIFY 
WITH 
DART 
PIN "D3572-XXX" 
USING 
FINE 
POINT 
PERMANENT 
INK MARKER 
7) WEIGHT 
-041: 
1.34 Ibs 
.043/.044: 
1.42 Ibs 
8) WELDING: 
PER 
DART 
OSI 004 


A 


8 
6 
5 
3 
2 


8 


03572-3 
GUIOE 


D 


c 


<t 
SYMABOUT 


RO.06 


0.03 X 45° 


RO.06 


~ 
SYM ABOUT 
rl~/ 
1.47 


0.38LJ 


RO.13b 


RO.19 


DIREg~~ ! 
======================~l RO.06 
-10.220f-- 


RO.13 
TYP 


r 
2.35 


5.25 


•• 


I 
+ 


I, 


I, 


I 


~116~ 


2.63 


03572-5 
BRACKET 
(MAKE FROM D3572-5F) 


RO.50 


1.00 


c 


D 


GRAIN 
DIRECTION 


03572.5F 
FLAT PATIERN 


R~!O~D 


COPYRIGHT C ZOOT BY DART AEROSPACE l TO 
THlSClOCUollN'!ISPqlll,':n:.o.r.vCQNFlOENTIAL.w;ll!lSl.f'f'UI!DONTlEEIlPJI'E55COtfDlllONlHO.TIlIS 


HOT10IlE"5EOF"OR/Uo/'fP\.Jl1'OSC0A1;QPIfl)0lIIlXllI'Ir.HCATtDTO 
••••• 
0Tt<!1lI'l':lUION~ 
¥If<ITTt>I""IMSSlON 
__ 
OOJlT~Lltl 


A 


REV. D 


SHEET 4 OF 4 


SCALE 


NTS 


DART AEROSPACE 
LTD 
HAWKESBURY, ONTARIO, CANADA 
DRAWING NO. 
03572 


TITLE 
GUIDE ASSEMBLY 


DESIGN 
DRAWN 
CHECKED 
MFG.APPR. 
APPROVED 


DEAPPR. 


DATE 
09.04.17 


D3572-5 NOTES: 
1) MATERIAL: 6061-T6 (OR T62) ALUMINUM SHEET 0.080 THICK 
PER AMS-QQ.A.250/11 
OR AMS 4025 OR AMS 4027 
REF DART SPEC M60601T6S.080 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: N/A 
7) WEIGHT: 0.041bs 


D3572-3 NOTES: 
1) MATERIAL: 6061-T6 (OR T651fT6510fT651fT62) 
ALUMINUM BAR 
PER AMS.QQ.A.225/8 
(OR AMS 4117/4128/4115/4116) 
OR 
AMS.QQ.A-200/8 
(OR AMS4160) 
REF DART SPEC M6061T6B 
2) FINISH: N/A 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: N/A 
7) WEIGHT: 0.01 Ibs 


A 


8 
5 


._- 


.. 
. 


DART AEROSPACE 
LTD 
Work Order: 
6l/41/1./ 
• 


Description: 
Guide 
Part Number: 
03572.3 


Inspection 
Dwg: D3572 
Rev: D 
Page 1 ot 1 


FIRST ARTICLE INSPECTION CHECKLIST 
,, 
0 First Article 
D Prototype. 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Inspection 
Comments 
Dimension 
Dimension 


RO.19 
+/-0.030 
RO.I,o 
if 
R-b 
r~S· 


0.188 
+/-0.010 
(),t'tO 
"" 
VL(('\, 
GA -0\ 
, 


RO.13 
+/-0.030 
R0,125 
- 
R-(, 
.fe.t I 


'. 
1.47 
. +/-0.030 
I, Lf>:tO 
v 
VUI"\ 
6A 
-(J I 


0.38 
+/-0.030 
6.31"1 
V 
J I 
I I 
.. -. 


0.220 
+/-0.010 
().l2.l. 
v 
I I 
r ( 
.- 
0.03 chamfer 
+/-0.030 
D.032 
~ 
I I 
" 
RO.06 
+/-0.030 
l\o,6{p3 
.../ 
R-b 
S'-t.f . 


•. 


Grain Direction 
N/A 
v 
../ 
Lu{ S 


.-- 


, 


. 
- 


l 
. 


;" . 


/ 


.' .\ 
.. 


'. 
. 


I 
. Measured 
by: b,~ 
I Audited by' I /3:f3 
I 


Prototype 
Approval: 
N/A 


Date: 
10 \ \2 \2.S 
Date: 
N/A 
Date: 
, 
I 
, 


Rev 
Date 
Change 
Revised by 
Approved 


A 
07.05.01 
New Issue 
KJ/JLM 


; 
B 
08.04.15 
Dimensions 
uodated oer Dwg Rev. C 
KJIDD .f\. 
l I 
C 
09.05.15 
Dwg Rev uodated 
KJ 
Qft 
M 
V 


\ 


t 
- , 


H:\FORMS\Quality 
Assurance\approved 
QA\FAI 
revO 
, 
\ 


